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SPECIFICATION CONTROL DRAWING 


PURCHASE 
MATERIAL: 
6061-T61T651/T65101T65111T62 
ALUMINUM 
ROUND 
BAR 


SPECIFICATION: 
QQ-A-225/8 
OR AMS-QQ-A-225/8 
(OR AMS 4117/4128/4115/4116) 
& 


OR QQ-A-200/8 
OR AMS-QQ-A-200/8 
(OR AMS 4160) 
OR ASTM 
B211 OR ASTM 
B221 


- 
PART 
NUMBER: 
M6061 T6RID.DDDI 
- 
DIA. 


WHERE 
"D.DDD" 
= DIAMETER 
IN INCHES 


EG. 5/8" ROUND 
BAR = M6061T6RO.625 
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